Brief comment text:

Besides the growing worldwide network of the Long Range radio community, there could be a major disruption to the industrial, scientific, and medical industries whose devices also operate in the 900MHz band which could potentially be hazardous in the case of medical devices if connected to patient care. 

“The 900 MHz band serves as a critical resource for those of us building decentralized networks. Interference from reallocated spectrum could cripple these grassroots communication efforts.” – JM Casler aka MC Hamster, Meshtastic Project Lead
